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CONFIDENTIAL OECD PARIS 25915 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, UR, US 

SUBJECT: US PROTON MAGNETOMETER SYSTEM TO USSR-IL 
1571 

REF: COCOM DOC (76) 1347 

1 . CANADIAN DEL HAS ENTERED RESERVE ON REFCASE PENDING 
RESPONSE TO FOLLOWING QUESTION: 

"DOES G. 826 PROTON MAGNETOMETER INSTRUMENTATION 
OR TECHNICAL MANUALS CONTAIN ANY REFERENCE TO 
THE SERSON (NRC OF CANADA) PATENTS FOR PHASE-LOCK CIR 
CUITRY WHICH WOULD ENABLE THE EQUIPMENT TO BE OPERATED 
AT OR MODIFIED TO A HIGHER SENSITIVITY THAN 1.0 
GAMMA?" 

2. ACTION REQUESTED: APPROPRIATE INSTRUCTIONS FOR RE- 
SPONSE. 
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